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LIMITED OFFICIAL USE IAEA VIENNA 7088 

EO 11652: NA 
TAGS: IAEA TECH 

SUB J : PROCUREMENT BY IAEA OF MULTISTAGE MASS SPECTROMETER 
REF : IAEA VIENNA 5375 

1. SECRETARIAT HAS RECEIVED REPLIES FROM UK AND FRG, EACH 
INDICATING COMMERCIAL FIRMS BELIEVED TO BE CAPABLE AND INTER 
ESTED IN SUPPLYING SPECTROMETER. FRANCE HAS ALSO INDICATED 
COMMERCIAL FIRM WHICH MIGHT POSSIBLY BE CAPABLE AND INTERESTED. 

2. SECRETARIAT MUST BEGIN SOONEST PROCESS OF FORMAL SOLICI- 
TATION OF BIDS FROM FIRMS INDENTIFIED BY GOVERNMENTS AND THERE- 
FORE MOST ANXIOUS TO RECEIVE USG INDICATION OF INTEREST BY 
ORNL. SECRETARIAT CONVINCED THAT ORNL'S BID WILL BE BETTER 
THAN OTHERS AND MAY BE ONLY ONE WHICH QUALIFIED IN TERMS OF 
EXPERIENCE AND DELIVERY SCHEDULE. VALUE OF ITEM AT LEAST 
DOLLARS 200 THOUSAND. 

3. URGENTLY REQUEST INFO FOR FORMAL RESPONSE BY MISSION TO 
LOPEZ-MENCHERO LTR DTD IUNE 12, 1974. PORTER 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PROCUREMENT, EQUIPMENT, NUCLEAR RESEARCH, NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 13 AUG 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974IAEAV07088 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740221-0760 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740852/aaaabsui.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCI 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: IAEA VIENNA 5375 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 19 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 9 MAR 2002 by shawdg>; APPROVED <15 MAY 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROCUREMENT BY IAEA OF MULTISTAGE MASS SPECTROMETER 
TAGS: TECH, IAEA 
To: STATE 
Type: TE 
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